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124513AB COVER 


124514 PAD-FELT 
124515  PAD-FELT 


116699 LAMP 
118384 CAP,CLEAR 


8543 SCREW 
2191 WASHER , LOCK 


129379 BUSHING 
USED ONLY ON 
EARLY MODELS 


6746 SCREW 
2191 WASHER, LOCK 
7002 WASHER, FLAT 


ae 


1093 SCREW 
44048 WASHER,FLAT 
126994 GROMMET -RUBBER 


122420 COUNTER,MECHANICAL 


6745 SCREW 
2669 WASHER, LOCK 
3438 WASHER ,FLAT 


89535 FOOT-FELT 
2191 WASHER ,LOCK 


122398 PLATE 122399 LEVER, ARMATURE 
122401 BRACKET 
120206 SOCKET, LAMP 


122402 BUMPER , ADJUSTABLE 
3598 NUT 


115538 SCREW 
3639 WASHER , LOCK 
122548 CAPACITOR , FIXED 


6810 SCREW 
3639 WASHER,LOCK 
84579 WASHER , FLAT 


49514 NUT 
6033 WASHER, LOCK 


80444 SCREW 
2191 WASHER , LOCK 


125113 SCREW, SET 


122396 BRACKET 


97296 SCREW 
2669 WASHER ,LOCK 


6746 SCREW 
219} WASHER ,LOCK 


177M MAGNET (105 OHMS EACH) 
INCLUDES 
1028 SCREW 
2438 WASHER ,FLAT 
93463 ARMATURE 
110434 SCREW 
3640 WASHER ,LOCK 


90697 SCREW,PIVOT 


12626 NUT 
122403 BRACKET 122407 HUB,GEAR 
74724 SCR 122408 GEAR-50T (60 WPM) 
112626 NUT 122424 GEAR-54T (75 WPM) 
122406 MOTOR 
95320 SWITCH (2375S Eel 
122419AB BASE 73670 BLOCK , TERMINAL 
115538 SCREW > 
3639 WASHER, LOCK 101176 STRIP, INSULATOR 
122404 BRACKET 5446 SCREW 
121021 SCREW 219} WASHER, LOCK 
2goa WASHER FLT ert 50460 AN ae 
110434 SCREW 1 122400 EXTENSION 
3640 WASHER, LOCK | Ones SPRING 
1224 HAI 

122417 RATCHET 102776 WICK ,OIL- SHORT 
122410 GEAR-40T (60 WPM} 108642 WICK ,OIL~LONG 
122425 GEAR-36T (75 WPM) 122421 SPRING 

lOl6t>9 DISK-FELT 122422 NUT,CAP 
122411 GLUTGH 122418 RING 
122412 SPRING (122416 HUB 
122413 CLUTCH 73894 SCREW,SET 

98514 NUT 1020 SCREW 

2191 WASHER, LOCK 

122414 SEAL,OIL 
122415 NUT, CAP 122405 BEARING 


NOTE 


“THE TWO-LETTER SUFFIX "AB" FOLLOWING 
THE TELETYPE CODE OR PART NUMBER 
INDICATES A GRAY GREEN WRINKLE FINISH. 


WM200AB WORD COUNTER 
OPERATES AT 60 AND 75 WORDS PER MINUTE 


Copyright 1953 by Teletype Corporation 


82474 TERMINALS 
WIRING DIAGRAM WO2665 < 74841 STRAP - 2-1/4" LONG 
(22397 CABLE 


Printed in USA. 


